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1. LPC Stock Clearance - Bargain Prices li! 

Matsushita, Siemens and Idee. Components include 

For details of the components and the stock clearance prices - 
special offers page 
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2. Macnaught Flowmeters 

s'cSrpraductr"'' <>™r'xsns"=ran3eo au oma ion 

an extremely wide variety of fluid mediums Including 
aggressive and intrinsically safe applications. A choice of 

model which is tailored to the application at hand 

engineering eliminates pockets In «»iich liquid can stagnate 
v»thln the measuring chamber of the flow meter. A pair of 

liquid, independent of viscosity or density. Magnets located In 

the meter body. A nominal pulses per litre value Is arrived at In 
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performs ™thin calibration parameters. Tlie results are 

M-Series meters are designed to contain very few wearable 

from the pipe™"^™ °" 

To find out more about ttie M-Series postive displacement 
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3. GOSwitch Leverless Limit Switches 

Operating on the principle of magnetism, these switches 
require no power supply and have no levers or amrs to break 
or Jam. Designed and built to operate under extreme conditions 

provide solutions to your most difficult applications. 

Explosion proof and intrinsically safe switches that will 
withstand the rigors of operation in chemical plants and other 

Al°m"'ng pate ar'e"otally enclosed and pemianently sealed 
In a solid stainless steel body, providing accurate proximity 
sensing and reliable operation under corrosive conditions. 
Special epoxy coatings can be applied for further protection. 

The one-piece stainless steel construction keeps all moisture 
out. Sub-Sea switches will operate under continuous 

ranges, and the switches can withstand knocks and impact. 

valve monitoring system and the NuProx switch suitable for 
To find out more about the GOSwitch range of leverless limrt 
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4. Control Through your Mobile Phone 

th"m™eTa™y fZ'sit™ M^rXTngTe UnltrSs GSM 

Messages System" messages to youj GSM"m'oblle phone ln° 
response to any user defined event. Simllarty you can send 

The system can operate with up to 6GSM phones, providing 
auto-acknowledgement of messages and with secuhty built in 
to prevent unauthorized callers or adjustment. 

addition of up to 8 expansion units totaling up to 64 UO's. 
For more details of this versatile PLC and Its GSM enabled 
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5. Climate Change Levy - Energy Saving Variable 
Speed Drives 

introduce its climate change levy tax on energy use In an 
attempt to reduce energy consumption and greenhouse gas 

To try and encourage companies to reduce their energy 

set up by the Department of Environment, Transport and the 
Regions and the Inland Revenue. If companies can 
demonstrate that they have Installed energy reducing 
equipment such as variable speed drives or high efficiency 
motors on appllcafions moving liquids or gases (pumps, fans, 
compressors) then the price of this be can be written off 
against tax. 
LPC have added the Omron inverter (variable speed drives) 

versatile inverters being ideally suited to a wide variety of 
industrial applications. 

To discover the energy savings you could make check out our 
website httpi/Mww.lpc-uk.com/climateor contact us. 

potential energy saving measures for you process and oill be 
pleased to visit your site. 
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6. Safety on Board with LPC _ ^ 

Uponthelnstallatlonofanewboardpreparationmachlnea '3ifcj|-|frw 
client approached LPC regarding the proposed guarding of the WtS' " 

Th^p'roWem the client faced v«as to guard areas Inside the "-i!!:^^* 
machine with complicated access, the light curialns In most ^^"^S*;! 
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via interlocks on the doors of the machine. 

The solution to the probiem, proposed by LPC. was to use two 

existing Sick PLS (Proximity Laser Scanner) units and the Sick 

M2000 man entry light guarding system. 

The machine guarding would also require the use of Siemens 

optical safe edges - these units which can be easily cut to the 

required length and easily assembled provided a high degree 

machine where an automatic transfer arrn traveled toward a 
fixed support post and where an operators arm could be 
trapped. 

units ™s to be changed to guarding with Sick C2000 hand 

LPC^havIng a(hised on the guarding of the machine v»ere 

engineers in the advising and supply of safety equipment was 
one of many that LPC have been involved in recently. 
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7. LPC not Foiled by Orientation 

problem, they required to know which way around the foil 
backing was placed on to contact lens holders. 
The foil backing comes in very shiny silver and with blue tint. 
Both types have some small black text detailing the lens 
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orientated correctly. 
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nply being blinded by the amount of light c 



ount of light the sensor receive; 



provides for its clients, providing advic 




